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UNITED STATES INTELLIGENCE BOARD 


SECURITY COMMITTEE 


MEMORANDUM FOR: . Chairman, COMOR Committee 


SUBJECT : Review of the Procedures and Standards Within 
the Intelligence Community for the Control of 
Sanitization and Downgrading of Sensitive Intel- 
ligence 


1. Attached for final coordination review is the proposed Security 
Committee report to the Board concerning the subject matter which 
reflects: changes to the 6 September draft resulting from discussion 
by the SIGINT and Security Committees. Paragraph 10 of the draft of 
6 September (paragraph 9 in the attached) was revised to reflect that 
COMOR has initiated a review of its sanitization and downgrading 
procedures and that the results of this review will be the subject of a 
separate report to the Board upon completion. 


2. If no comments or objections are received by 6 December 


‘the attached will be submitted to the Board for consideration. 
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Chairman 
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